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2,33 (t>) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE. 

tbf Each research facility shall establish and nainta n programs of adequate veterinary care thal include: 


(1 J The availability ol appropriate facilities, personnel, equipment, and services to comply with the provisions ol this 
aubchapler; 


(£) The use of appropriate methods io prevent, control, diagnose, and treat diseases and injuries. 

Several bags of sodium chloride used For fluid administration were stored in the laboratory One bag was hanging on 
Iha IV aland in the treatment room. All were expired wklth a May 20C3 (fating. The use or expired agerils For 
ihe-apeutic purposes does not meet acceplab e veterinary care standards, Expired pharmaceuticals and fluids should 
be discarded' their use s not permitted in reculated animals under the Animal Wellare Act. 

Correct by: This non-compfience was correcletf during this inspection 
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2.38 (b) REPEAT 

MISCELLANEOUS 

fbf Access and inspection ol records and properly 

Hi Each research facility shall during business hours, allow APHIS officials; 

<< . To enter Its place of business 

{il) To examine records required to be kept by the .Act end the regulations in thrs part: 

{nil To make copies a! the records: 

Documentation to verify the appointment of the facility’s IAGUC members by the Institulipnal Official was not 
availaolo during this inspection. Verification of Lho appointments was not contained in the I AC if 0 minutes. The 
IAGUC chair was contacted by phone by arotoe* IACUC member during this inspection ar*ri a message was relayed 
to mis inspector that the documentation wag thought to be in the form cl a memo-electronic transmission, A copy of 
this record was to be transmuted to this inspector by the close of business April 32, 2008 but was not received 


This is an amended inspection, report correcting the omission ol the registration certificate on the Following inspection 
(22152, 35S0S5, 4S7D6) 
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